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Your Radio Shack Glass Breakage Sensor activates your 
alarm system when someone tries to break a window to 
which it is attached. 

1 . Select a location for the sensor which is at least 3 inches 
from any edge of the window pane. 

2. Clean the selected location using alcohol, then allow the 
glass to dry completely. 

3. Peel off the sensor’s backing 
and press it onto the glass, g 
with the sensor’s wire exiting ° 
at the desired sensitivity zone. 

As shown, the sensor is set for ^ 
normally open, high sensitivity. | 

4. Attach the sensor’s wires to ^ Sensmve 
your alarm system. Then test 

Ihe insBIIation b, knocking on 

the window pane. exiting the shaded areas. 

Warning: Do not hit the glass hard enough to break it! 

If you need to change the sensitivity after you mount the 
sensor, loosen the screw and rotate the sensor to the 
desired position. 

5. Place the supplied sticker on the outside of the glass 
where you installed the sensor. 

Specifications 

Current: 1 Amp, Maximum 
Resistance: 0.1 Ohm, Maximum 
Impulse Duration: 10 mS, Nominal 




